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Page 33. The capacitances shown in Fig. 4.20 should be multiplied by + and the inductances by 4. 


The sentence two lines below Fig. 4.20 should read: 
Capacitances are changed to parallel LC combinations, and inductances to series LC combinations, 
both capacitances and inductances being halved. 
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